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* Place for UN number(s), i.e. UN 3090, UN 3091, UN 3480 and/or UN 3481, as applicable. The UN 
number(s) indicated on the mark should be at least 12 mm high. 


** Place for telephone number 
O Notes: 


7. The telephone number should be of a person knowledgeable about the shipment but is not 
intended to be for the purposes of obtaining immediate emergency response guidance, and is 
therefore not required to be monitored at all times that the package Is in transit. It is acceptable 
for the number to be monitored during the company’s normal business hours in order to provide 
product-specific information relative to the shipment. However, it also is acceptable to use an 
emergency response, 24-hour phone number on the lithium battery mark. 


